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INFO OCT-01 ISO-OO EB-07 ( ISO ) W 

108447 

R 100842Z MAR 75 
FM AMEMBASSY TOKYO 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8563 

UNCLAS TOKYO 3101 
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E.O. 11652: N/A 
TAGS: BEXP.JA 

SUBJECT: TC OCT MEDICAL EQUIPMENT SHOW 
REF: USDOC 3558 

1. SHUNKAI FUKUTOMI, GENERAL AFFAIRS DIV/JAPAN MEDICAL 
ASSOCIATION (JMA), ALSO MEMBER ORGANIZING COMMITTEE FOR 
XXIXTH WORLD MEDICAL ASSEMBLY AND MANAGER OF NIHON 
TECHNICON CO. LTD.. ADVISES TC THAT ORGANIZING COMMITTEE 
HAS NOT REACHED DECISION ON BWS LETTER TO DR. YAMAGATA, 
DTD DEC 19, 1974. ORGANIZING COMMITTEE FEARS UNFAVORABLE 
REACTION FROM JAPANESE MEDICAL EQUIPMENT MANUFACTURERS 
IF TC EVENTS ARE INCLUDED IN ITS PRINTED MATTER. FUKUTOMI 
ASKS TC AWAIT DECISION BUT IS UNABLE TO INDICATE WHEN THIS 
MAY COME. CONSIDERING THESE CIRCUMSTANCES, TC BELIEVES 
FURTHER PUSH MAY COMPLETELY KILL CHANCES FOR 
EFFECTIVE DISSEMINATION SHOW INFORMATION TO WMA 
ATTENDEES AND ADVERSELY AFFECT TC’S LONG-STANDING 
FRIENDLY RELATIONS WITH JMA. 

2. CONSEQUENTLY, TC RECOMMENDS OIM INCLUDE IN PROCURE- 
MENT MATERIALS ONLY INFO TO EFFECT TC SHOW WILL BE 
HELD TO COINCIDE WITH WORLD MEDICAL ASSEMBLY. 

3. TC WILL ADVISE ANY NEW DEVELOPMENTS, E.G., JMA 
PERMISSION TO DISTRIBUTE SHOW CATALOG AT ASSEMBLY SITE. 
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